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Plant Engineer?, What Makes 4a......Feb. 
Plant Facilities, Construction and 
L ing; New Ideas in. 




















ls Are Cutting. 
Plant it Operations Without Loss of 
Production Time, Transferring... 2. 
Plant, Reliance Builds a New........ 
Plant Windows and Doors, — 


Your 
Plate 1 Buggies Speed Tank Con- 











struction June 
Plastics ‘at Shawinigan 
Lm System Conveys Gran-- 
ov. 
Plastics, Branding Phenolic............ Jan. 
Plastics, Drilling Phenolic................ Dec. 
Pneumatic Tube Systems, Trouble 
Shooting in Nov. 





Policy Restrictions, Industrial In- 
surance Juni 

Portable Oil Cleaner Cuts Oil 
Consumption Sept 

Portable Water Heater Aids Plas- 














tics Output Aug. 
Post Puller from Axle. June 
Pour Babbi . Ww to...... July 


P 
Power Circuit By mes for Heavy 
Part No 


Power Drive § 
quirements, Adj 
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*71 
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*38 
*31 


qQ31 


*24 
*44 


33 





Practical ue Handbook for 
Enginee Nov. BR 
Practical ‘Descriptive Geometry 
Jan. BR 
Practical Job Evaluation.......... June BR 
Practical Sheet and Plate Metal 
Work 
Practice at Willow Run, idetel 
Finishing July 
Preheating Ovens, Plastics rom 























igns pt 
Pressing, Use Bag of Shot; For 

Uneven Ju 
Pressure On, Pulley Balancing 

With Dec 


Pressure Vessels for Industry....Dec. BR 
Prevent Frost Heavage, Subrioor 











eer June 
Prevent Fuses from Blowing? 

How Nov. 

Feb. 

Apr 

May 





Principles of Electrical Engineer- 
May BR 





Principles of Mechanical — 
Transmission... 
Principles of Mod 
Organization 
Principles of Ref: 
Problems in Indus 






—/ 
wnmed Paint Can 





Proceedings of the Annual Meet- 
ing, Smoke — Associa- 
tion of Americ Sept. BR 

Process Heat for Better Ganned 
Tomatoes 

Proofing Again H,SO, 

Protect Rubber Hose from Heat, 
and Oil, How to y 

Protection at High Temperatures Sept. 

Protection, Conveyor Opening........ Dec. 

ayeeemen. Underground Steam 

ne 

Public Address Systems in Indus- 
trial Plants Nov. 

Pulley Balancing With Pressure 


On 
Pulley-Belt Contact, Improving....Apr. 
When to Use a Safety........ Nov. 
Pump—Figure Losses in Valves 
and Fittings, To Get Right........ Jan. 
Pump for the Job—First™ Find 























Roh . Friction Losses, To Get - 
Pump vs Its System, Match or 
Misfit? I, The Centrifugal............ Mar. 
—Part II Apr. 
—Part Ill May 
Pumps Complete—I, Make Your 
Inquiries For Centrifugal............ Nov. 


= Complete, Make Your In- 

quiries for Centrifugal.................. Dec. 
Purification of Industrial Air......Sept. 
Putting a Finger or Plant Engi- ° 








neers 
= Fans, A Brain Teaser for 
e 














Wall 
Radiant Heated Road is Free 
From Snow July 
Radiators, Painting Dec 
Railroad Crossings, Industrial........ Apr. 
Railroad Track Inserts May 
Rebuilding Surfaces, Use Bronse__ > 
D 











Rod for 
Receivers, Installation and Main- 


Reconditioning Rusty Threads.... 

Reduce Costs Use Modern Han- 
aint Methods, To 
Refrigerating Engineers, 
Note 








Refi erating Machines, 
uate Centrifugal . 
mB, Low Temperature....July 
Reinforced ey? 
Handbook of the pt. 
Relative Humidity an T icaith seneests Nov. 
Reliance Builds a New Plant........ Oct. 




















Remodeling pepeneneny. The Role 
Of ATC Welding I...............c.cesceeeees July 
Repair a Concrete Floor?, How 
to Nov. 
Feb 
Mar 
Apr 
a ee for a Key and Keyway, 
May 
Repa: ir Rooting Maintenance and . 
Sep 
eats: June 


Repair Saves $4938, 
ens Monel Binding and 
nding Wires, Methods for......Apr. 


80 
73 
43 


57 
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*42 
*26 
*33 
*23 


*28 
*36 


*42 


. *q35 


*q50 


. *q43 
. *q51 


*31 
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#34 
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*30 
*30 
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q49 


q48 
q31 
*38 


*44 
*19 


#34 


— Creosote? 


What Floor 
Se 





Pai 
Restore oe Service, trouble | 











Shooting 
Rigging, Geant ON HEAVY.......000+ Oct. 
Rigging =, the 7 a —_ Aug. 
oe uilding .. with 
~_.Nov. 
Road is “Pree From Snow, Radiant | 
ea 
Roller Bearings. .........ccccsccrcsecssees May Bs 
Oct 


Roof Patrol 





Roof?, What is Best Type of........ May 
Roofing Maintenance and Repair..Sept. 


Rope “Dope,” Hook Safety Latch, 


Wanted: 


Jan 





Apr. 





Rough 
How to 


Machine Gear Blanks, en 





Rubber Pads, Heating with............ wn NOV. 


Rubber Vibration Mounts, Cha: 














acteristics of ay 
Safe Limits, How to Keep Floor 
e . By ——_. June 
er an ostly; Handling 
Made Easier, oe May 
Safety Crimes Feb. 
Safety Crimes ........... Mer. 


Safety First PAyS ..........c.cccccccsssssssesses 


Safety Man! Here’s One for the... ~Aug. 





Safety Organization. ...........c.c.csreccer as 


Safety Puiley, When to Use 
Salvage 
Salvaging Rejected Wire................... 
Sand Protects 
Sandy Soil, Pipe Cradle for Use 





in 
Sanitation Program with a Pur- 
pose an 
Saves Time, Money; Flexibility 
in Wiring 


am Pays Utility, ‘Oil Sept 
Metal from Sand....Dec. 
July 
da a Profit, Here's A........ Jan. 





Scaffold From Scrap Materials, 
Dec 


Adjustable 





Scaffolding for Painting os 


Cleaning, Interior 
~~ —— for Easier Planning, 





June 





How Use 
— } a4 Tab with Indus- 
Scientific Encyclopedia.............. Jan, 


“BR 


Scrap, Bristle Machine Made otf....Nov. 
Scrap Materials, Adjustable Scaf- 


fold from 





Scrap Nets $800 

Selecting Boiler Operators 

Selection of Greases for "General 
Plant Use 





Sems—What Are 
Sewage Sludge Fertilizer... 
Shaft in Place, Grinding ..............0« 
Shafting — for Straight- | 





,000 Yearly............ Nov. 
Oct. 


OTE ies: 
..Mar. 





ness, Al 


1 L 
— on the Job, aa ~~ 





ing 
Shawinigan Resins, Vacuum Sys- 
a Conveys Granular Plastic 








‘Nov. 
shootiig, Stud June 
Shrinking of Machine Parts by 
Means of “Dry Ice’ No 


Sidewalk Insulation .... 
Signs Saves Time, Pro 


Ov 
Siphon, Self-Starter .........-...csssssssee Apr 


60 Years with Man and a 
Skin, He Wants That Walvet 
Smooth 








moo 
Skin Infections from Cutting a 


Soluble Oils, Prevention of......... Nov. 
Mar. 


Slide Rule Short Cuts 
lim = 


y' 
sy Plant, How to do Rigging | 


ov. BR 





Snap-Action Switch on a é 
es N 





Pit Cover Shows Saving, 





Soaking 
Welded Steel 
Soldering Can Be 


Easy. 
Solenoid Whipped a Mankiller, ‘ 





How _the 
Solid” Equivalent of a Stranded 





Conductor 





Solution Cleaning of Floors — 
Walls 


Solvents—The oe Way to Han- 
dle Them, Organi 


seeeeeesesenreserererees seen: 


July 


Solves Safety Problem Switch.....Oct. 


Solving the In-Plant Feeding __ 





Problem 
Some Basic om in Ma- 





terials Handling ............0cs+ June BR 
Sound P= om Nov. 
casted Nov. BR 


Specifications and Test 


Speed Foundry Work, Sicid Hop- . 





pers 
speeding Up Compressor to In- 


crease Capacity Advisable............ Jan 
Speed Variations with Fluid 
Stepless Dec 





Drives, 


qs0 

70 

42 
*24 

72 
*25 
q36 
*44 
q62 
q33 


*20 





*16 
*10 


*66 
*27 


*33 
q68 
*22 


*26 
*46 


35 
44 
7 
78 
*32 
q61 
*37 


Spontaneous [Ignition Have 
Caused This Explosion? Could....Mar. 
ay 

Spats Eliminates Holes in Shoes 
and Stockin; i, Welders, Old....May 

—,, Sys s Need Regular 


pec ov. 
Staining Purniture for Style........ Feb. 
Standard Rules for Field a 
of Steel Storage Tanks Sept. BR 
Standards on Copper and — 


Alloys 
Static Elimination 
Stator End Windings, Braci 











Steam, Air and Gas Power........ jov. BR 


Steam Boiler Maintenance, Pack- 


age Fe 
Steam in Packages, Industrial........Nov. 
Steam Line Protection, Under- 
ground Dec 
Steam Trapping, Part I, The How 
and Why of 








Mar 











Part 

Part III May 
Part IV 
Part V 

Steel Failure from Graphitiza- on 


tion ay 
Steels, High-Stre: Low-Alloy....July 
Stop Le 











ngth 
in Concrete Wallis, 
One Way to Aug. 
Storage Battery Maintenance........ May 
a” e Tank Support, New 
e 


Economical Way to 
Storeroom, A Master 











Elementary Structures 
a Connections, How to Make 


Apr 
stud. Shooting June 
Studies of Slab and oe High- 

ail Br a. a t. BR 
the Uiterenes 
a ~ * Bolts, Bolt-Studs, and Nov. 
Supercharging the Internal Com 
Dustion ENZine  ......0..cceseeereees No ov. BR 
yom. New Method of Storage 
‘ank Dec 


Sugpeeeins Noise and Shock in 
Direct Mixing Water Heaters....Oct. 

Sweeping Practice, Guides to 
Better 


Switch Solves Safety Problem........ Oct. 
Switch on Punch Press, Snap- 


Action 
Switch, Watch Out for the 


Wrong 
Switches Corrode, Coppet................ Nov. 
Synthetic Petroleum for the opt 

thine Process BR 


T 


Tackweld Pieces to be Drilled....... aoe. 

Tamper, Sand 

Tanks be Lined? How Should 
Hot Water Nov. 














Nov 

















Tank Support, New Methods of 
s Dec. 














Technique of Systems ‘a = 
cedures Dec. BR 
Technology of Industrial Fire and 
Explosion Hazards, The.......Apr. BR 
Temperatures, Protection at 
h Sept 
Temporary Heating Facilities, 
SS. eee 


How 
Tests > for Lubricants, Five Simple e July 
The Electron Microsco; 

Thermocouple Life, , 
THErMOMYNAINICS _ ........ceeceeeereeeees ug. BR 
Threads, > econaienins Rusty....Sept. 
Tie Up ‘a Building, How to............ Mar. 
bb oe Cutting, Easier Log, | 


Tin Plate Sheets, Separating........ 4 
Tips on Practical Pipe wwe oy = 
Tool Steel Simplified 

Tools .. L- and Roller beer, 











ings, Use Jan 
Torque Values, “Bolt Tension 

m Feb. 

Track Inserts, Railroad ........:..00000 May 


Railroad 
—- Watchmen—an Indus- 
Mus June 


t 
Traini Courses for Instrument 
Men, How to Up. Jan 
ferring Plant Operations 
— Loss of Production On. 
a ES Wants to Build a....Nov. 


Transformer, Wants to Build a....Feb. 
The How and 





ecececsecsescsesoertecs! 

















Trapping. Part I, 
Why of Steam Mar. 
Part II Apr. 
Part IIr May 
Part IV June 
Part V July 
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Tape at Peak Efficiency, How -.. 









#46 

Treatment for Plywood, Skin. —— 38 

Tree Planti Quick May *37 
== 

tio: Nov, BR 60 

















Nov. 74 
Tube be Fitters’ pee. sioiesneauiabanine Dec. BR 
Tube Fitters’ Manual................ Mar. BR 57 
Tube — Troubie Shooting 
in Pneu Nov. *56 
Turntable. ¥ Workbench eestiteniesaisionind May *38 


U 


Underground Pipes, Holding 
DOWN $ COrrosion 11 ...cccccccrsssesseseees Apr. 39 
Underground Steam Line Protec- 
x Dec. *30 
44 


tion 
Uses of Dielectric Heating, The....Oct. 


V 


Vacuum, Doing the Impossible 

With Industriql May *18 
Vacuum — Conveys Granu- 

lar Plastic at Shawinigan Res- 


ins 
Vacuum Tube Acceleration Pick- 


U; 
valve and Install It, How to 
Choose the Right............sccese ov. *46 








Nov. *32 
Nov. 74 








p—Figure Losses in0...............-. Jan. *25 
— How to Use ray Install 
Aug. *28 


Chec! 
Valves Tiaffic Cops of the Pipe | 

Lines, Check *19 
Variable Speed Drives Speed ie 


SS eee eee r. *24 
Various Stub Connections, How 
to Make 








Apr. *28 




















































































































Varnished Cloths for Electrical 


Ins on 
V-Belt Drive to Cut Mislatemames 
Costs, Modern Mechanical 
Transmission Engineering ........... Nov. *62 
as Show Ravanbemente, ne Os 


Ventilation to Pr “4 vent Frost 
Heavage, Subfioo Jun 
Vibration Control, ‘Soiving Prob- ae 


lems of ec. *42 
Jan *43 














Part II 
Vibration Mounts, Characteristics 

of Rubber May *20 
Vitrified _— Duct Resist Acid 

Fumes, Asphalt Paint and.......... Nov. 65 
Vulcanizing etal on the Spot... “Aug. #36 























Wall for Old, -NOW nneccscccccsssscssssseesees Jan. q6l 
Wall Rack for Punting Car Roofs one 
Aug 
Wants That Velvet Smooth Skin, 
He Aug. 36 
Washrooms . . . Maximum Serv- 
ice with Minimum Mainte- 
nance, Modern Nov. *40 
Wasted, Where Fuel is Actually...Nov. i2 
Wastes, Materials Handling for 
Industrial Nov. ‘*8 
Watch Those Belt Drives................. Dec. *26 
Watch Your Plant Windows and 
Doors Sept 55 
Watchmen—an Industrial Must, 
Trained June 38 
bey Bill Before Congress, 
Aug 39 





Clea: 
Water " Ooolers: Selection, Instal- 

lation and Care of Electric........ Feb. *29 
Water | nee ng Suppressing Noise 

and Shock in Direct Mixing........ Oct. *38 
Water Level by Pressure, iow 

Control Dec. 63 

May qd 


Water Problem Solved, Two-Fold..Feb. *4 
Water Proof a. ~—— Jan. 68 


Water Storage 
Peak, Waren Mar. *47 


Water Tank be Lined? How 
Should Hot 








be! 





Nov. q51 





New Products Index 


Calculator, Flow Lan Pipe........00+ May 10 
tio: Sep’ 























































































































A Calculator, INSUIAtION ...........seeseereees t. 8 
Carbon Are Torch Feb. 16 
Absorber, Oil 2. ee ‘Oct, 20 
a ee 10 Gelling, Luminous .-sccccscneeees July 12 
Adhesive, Metal 58 Cement, Vinyl Base May 44 
eee aa Centrifugal Pump Dec. 66 
Adhesive, Silicone Rubber ty A Suly 42 
oo ta "54 Clamp, High-Temperature Pipe .....Dee. 5 
ent, Air Entraining g Clamp, Test Dec. 8 
Agent, 12 Clamps, Flexible Nov. 18 
Alarm System, Electrical .. é Gheateer, Dotennent Dec. 55 
Alarm — Fire ....... y ¢ Cleaner. Sink Line Dec. 20 
Alternator ..... tial Rood: 9 Cleaner, Steam Jan. 8 
Aluminum Indust _ 54 Cleaner, Steam Jan. 58 
Cleaner, Sump : Oct. 50 
am hae 20 Gleaner, Torch Tip Oct. 8 
Anchors, Expanding Screw... June 10 a Industrial rE 

Annunciator pr. “ 
Apron, Protective Feb. 3 Geaning — Smail Parts............ Fe 4 * 
Coating, Acid Proof Oct. 10 
Assembly Service Oct. 19 Coating Air-Drying Aug. 12 
B a Eg a 

oating; UStPFOOL........-.- une 
Coating, Plastic®. Dee. 56 

ating, Plas 

Bar, Extension Oct. 55 Coating, Protective Mar. 16 
: 2} Coating, Wal Mar. 54 
's Cut, 5 Coating, Protect ive Apr. 12 
Dismounting Time L0F rennin ie Se amet 
Bearings, Gridded Feb. 8 Coil Form, “Universal Ceramic............ Nov. 13 
Belt with Teeth CIR, TING aan sccecccsctansescsen Jan. 58 
Belting, Plastic ......... 12 Collector, — Apr. 10 
Bender, Pi 58 Collector, Dust May 8 
| me J —s 4 Collector, Dust Oct. 19 
ankets, Quieting Comparator, Optical Jan. 57 
Blower, Exhaust 59 Comparator, Voltage Jan. 54 
Tips 12 Compass, Pipe Intersection.................. Mar. 16 
ring Tools - 54 Compound Aug. 10 
Box, Pallet 49 Compound, Thread Sept. 22 
Brake, Disc 6 Compressor, Air Dec. 7 
Brakes, Hoist 52 Compressor, Gasoline Driven Air.......May 8 
Buggy scsesessasesabsoabstsoostaotased 42 Compressor, Portable Mar. 16 
Bugsy. Hydraulic Pp .. 6 Compressor, POrtable coo.cscccccssseeesesssee. 16 
jurners, Packaged Gas 10 Concrete Improver 12 
Condensate System 12 
C Condensation Unit .vcccsesssecessssersesseeen 43 
Cone, Anti-Smudge 52 
MMECCOL, GLOUNA  ......cccecsccsssssesesessseeeee . 9 
Cabinet, Instrument Oct. 14 Connector, H 22 
Cable Mar. 11 Connectors, Building Wire . 12 
— Protection Oct 4 Connectors, Pressure .............. 20 

culating Board an Connectors and Couplings . 
Calculator, Flow Oct. 18 Contactor - i 


Water Tank from Over-fiowing, 





How to Keep a May 
Water Tanks, How to Figure 
Costs of Painting Steel................ Nov. 


Waterbury’s Handbook of i- 


















































neering ar. BR 56 
Waterproofing Foundations. .......... July q*35 
Washers, Better Tests for Lock...June *32 
Wasting Light to Save Money...June 33 
Wax Applicator for Floor Paint...Nov. *51 
Wear and Lubrication of Piston 
ings and Cylinders................ Oct. BR 48 
Weather, How to Keep Fit and 
Comfortable in Hot. Aug. 22 
bse yy a Cold... Mar. 4 
Weed C Feb. 63 
= "Ccnteci by Air Power, 
Exac’ *49 
Weld And ty B Brass and Copper 
weld,’ Lenrnin How to *24 
2 TE: Dec. BR 69 
an. BR 72 
Welded Steel Soaking Pit Sona 
Shows Sav Nov. *66 
Welding Aluminum Tubing and 
Mar 46 
Welding, OrganiZed. ...........csssseserereee *38 
Welding Easy, This Jig Makes 
Odine Nov. *47 
Weld Flux Dust, =~ Remove Apr. q3l 
Welding Precautions . .............000000 Nov. q67 
Welding Rod, Cylinder Clamp 
from Steel July *35 
What’s New in Tapes? ......cccseeees Nov. *28 
White Metals, Shop Tests for 
Identifying Mar. *46 
Windows and Doors, Watch Your 
Plant Sept. 55 
Wire Lubrication  ..........essersereeeerers Apr. 33 
Wire Rope, Drum Sizing for........ Dec. 73 
Wiring, Plastic Insulation for In- 
terior Sept 54 
Wiring Saves Time, Money; Flex- 
ibility in Dec. *41 
Wood, nsified May *42 
Wooden Industrial Floors—Their 
Installation and Upkeep.............. Feb. *22 
Zero, Diesel Survives 7 yr Below..Dec. *47 

















































































































Contactors, Solenoid Dec. 67 
Contacts, Electrical ................ccscerscssssseee Nov. 16 
Control, Boiler Oct. 10 
Control, Electronic sstieshdlebdaccuissstscesianinl Feb. 16 
Control, Electronic Speed. ................« Dec. 8 
Control, Insect Sept. 22 
Control, Level Sept. 18 
Control, Light Oct. 54 
Control, Motor Feb. 6 
Control, Registration Dec. 56 
Control, S Oct. 54 
Control Device, Production . disicchioeredial Apr. 42 
Controller, Tempering ...........2..seeseees Sept. 8 
Controllers Dec. 48 
Controllers, be Oct. 19 
Controls, Oct. 16 
Converting Rotating to Reciprocating 
Motion 8 
Conveyor, Curved Powered. .............+. May 12 
Conveyor, Dual Roller .............sccscssrsses Sept. 20 
Conveyor, Elevator Oct. 50 
Conveyor, Loading Oct. 10 
Conveyor, OSCIAtINg ..........cscceeseseceseen Aug. 10 
Conveyor, Portable Trough ................ Jan. 58 
Conveyor, Ribbed Aug. 6 
Conveyor-Elevator Mar. 54 
Conveycrs, Dust Oct. 12 
COGISE, CERMIO ORD crrccccccrcccscccccovesesecceesess Nov. 18 
Cooler, Cup Water Oct. 50 
Cords, Coiled Electric. June 12 
Counter Oct. 6 
Counter, Electronic Aug. 6 
Counter, Industrial Sept. 18 
Coupling Jan. 57 
Coupling, Hydraulic Sept. 12 
ouplings, Flexible Mar. 16 
Soa _ Nov. 54 
Crane, Mobil Feb. 17 
Crane, Portable Aug. 10 
Crane Arm Attachment Jan. 57 
Crusher, Stoker-Coal Apr. 11 
Cut-out, Conveyor Overload............0:+ May 45 
Cutter, Hand Power Apr. 12 
Cutter, New Belt Dec. 5 
Cutter, Paper Feb. 6 
Cutting Press Jan. 59 
De-Reeling Temsion ............cscssescsesseseeee Feb. 8 
Dermesthetic Ointment 20.0.0... Jan. 59 
Diffuser, Air Mar. 51 
Dispenser, Soap Jan. 6 
Jan. 10 
Distribution Systems Jan. 7 
Dock Boards, Magnesium ..................000« Nov. 11 
35 
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Drainage, High-Pressure 

Drainage System, Heating . 
Drill, Air Operated 
Drill Kit 

Driller, Earth 
Drills, Masonry 
Drive, Pulsing 
Drive, Threaded Power .... 
Driver, Velocity Power . 
Drives, Silent Chain ...... 
Drives, Silent Chain Stock. = 
Drives, WOrm G&Pr ........ccccecsesseeeeereneeees Oct. 20 
































Drum, Solvents Jan. 59 
Dual-Fuel Attachment . .............:.:s0+ Mar. 9 
Dumper Mar. 11 
Dust Control Unit Mar, 12 
Dynamometer, Smallest Yet .............. Nov. 20 
Electrode, Bronze Sept. 22 
Electrodes, Hard Facing.............sss0 Dec. 50 
Electrodes, Hard-Surfacing ................. Apr. 12 
Electrodes, New Feb. 6 
Elevators, Shop Sept. 

Eliminators, Auto-Vent ..........ccceeesees Jan. 





Expansion Joint Fittings si | » 
Extinguisher, Dry Chemical Fire........ Jan. 12 
Extinguisher, Fire Feb. 

Extinguisher, Small ................cscseseeseseee Nov. 22 







































































Fan, Booster Jan. 58 
Fan, Ventilating Nov. 54 
Fan, Utility Mar. 12 
Pans, Adjustable-Blade ..............-0s00+ Jan, 55 
Fastener, Clinch Mar. 16 
Fasteners, Belt Oct. 57 
Feeders, Vibratory  .........ccccesecseeseseesenseee Oct. 14 
File, Hand Oct. 20 
File, Self-Clearing Jan. 
PURGE, LABBEIORbOE ..0...eccccscccsececscscscscoseoees Oct. 55 
Filter, ssure Leaf Sept. 16 
Finder, Parts Oct. 18 
Pire Fighting Nozzle FOg ........sss0« July 
Fire Fighting System ............ Sept. 18 
Fire Protection System, COsg..........00« May 6 
Fittings, Extruded Mar. 52 
Pittings, THreadless . ...........cccccccerseeseeee Aug. 8 
Flights, Circular Jan. 7 
Float Switch Line Dec. 13 
Floodlights Sept. 20 
Floor Color Coat Nov. 54 
Floor Covering, Abrasive ...........c-00-00 Apr. 10 
Floor Drying Dec. 50 
Floor Finish, Concrete 

Floor Material 

Floor Repair 

Floorin 4 

Floort 

Flow 

Flow Meter, Oct. 
Fluid Drive Elevator Dec. 6 
Fluid Power Pump le 


Flusher, Portable ii 
Fountain, Bubbler ..... 
Fountain, Drinking 
Fuel Oil Treatment 


G 








Gage, Chem'<cal 













































































{EEE Feb. 16 
Gage, Pressure ....... Jan. 12 
Gage, Pressure Jan. 57 
Gage, Test Sept. 22 
Gages, Remote Reading Contro.......... Mar. 8 
Gas Welding Rod Jan. 55 
Gaskets, Chemically Inert ................... Jan. 10 
Gaskets, Silicone Rubber .................... Jan. 8 
Gear Box, Miter Nov. 20 
Gear Puller Rack Aug. 8 
Gearmotor Oct. 51 
Gearmotor, New Sept. 12 
Generator, Air Drive ..........cccsssesseses Aug. 8 
Generator, Hot Water ...........cccccccccsccesees Nov. 54 
Generator, Steam Jan. 57 
a Mar. 17 
Generator, Steam Nov. 20 
Generators, Package Steam ................. Apr. 12 
Generators, Packaged ............ccssss0s0000 Dec. 13 
Generators, RF Feb. 8 
Grease Oct. 10 
Grinder Feb. 8 
Grinder, Bench Mar. 17 
Grinder, Drill Oct. 14 
Grinder, Portable Vertical.................. June 8 
Grinding, Hi-S; Dec. 19 
Grinding Whee Nov. 14 
Grinding Wheels Aug. 6 
Guide, Radius Nov. 12 
Gun, Metallizing Feb. 14 
Apr. 10 

Gun, Plumber’s Flushing .................... Oct. 54 
Gun, Spray Feb. 11 
Hammer, Chipping Jan. 59 
Hammer, Non-Marring enenssesnseeunssensnisesl Dec. 8 






























Heater, Cabinet Unit ........ccccceseeeeeeee 
Heater, Space d 
Heater, Textile Unit 
Heater, Unit 

























Heater, Unit 
Heaters, IMMETSION. ............0cscsseseseeesssesees 
Heating 
Heliweld Holder 
Hoist, Air ........... 
Hoist, Electric 
Hoist, Electric 

Hoist, Hand Operated 
Hoists, Chain 












































Hook, Clevis 

Hook Fitting 

Hooks, Lift 

Hose, Light Weight Tool 

Hose, Seamless Flexible Metal. ov. 18 
Hydraulic Power Unit .......... June 
Hydraulic Power UMilt...........ccsssssesees Sept. 16 
Hydraulic Press Dec. 51 
Idler, Belt Nov. 18 
Impact Tool Jan. 7 
Incinerator, Portable Dec. 13 
Indicator, Engine — hcceesossatil y 
Industrial Humidifi Fe! 


Inks, Two iacting 
Inserter, Grommet 




















Insulation, Duct 

Insulation, Finish OF .........cccscseeseeeees June 
Inter-Cam, TWw0-Station  ...........ssse Apr. 
Jack, Hoist Feb. 14 
Jacklift, Power Nov. 24 
Jacks, Heavy Duty Jan. 58 
Jig, Drill Apr. 46 
Joint, Wire Sept. 12 





L 


Labels, Wire Marking. ...........csssssesees 
Ladder, Aluminum 
Ladder, Aluminum 
Ladders, Bracket USES ........0.ssssssssesseee 











Lamp Changer 
Lampholders 
Lift, Floor to Floor 
Lift, 242 Ton Fork 
Lifter, Barrel 
Light, Safety 
Light Calculator 
Lighting System 
stem 
Lightning Discourager secipivinenseneintsinindll 
Linear Ball Bearing 
ng, Ceramic 
Linings, Rivetless Brake Shoe.. ad 
Loader, Automatic Pallet.............000« 
Loadveyor 
Loadveyor, ALUMINUM ............ccccceeeeseeeee 
Louvres, Aluminum Eggcrates coed 
Lubricator and Filter ...........ccccssssssees 
Luminaire, Hinged 


Magnet Used in ype 

Inductor Motor, Aln 
Magnets, Rotary 
Masks, Protective 
Mat, Floor 
Mat, Rubber 
Mat for Easy Standing, Rubber. 
a Saas from 

e 

























































































One §S Dec. 7 
Measuring, — ‘sissiiiciiibiantapiaia Nov. 20 
Measuring Syste: Oct. 16 

Megohmer, ain June 10 
Megohmer, Small Oct. 57 
Metallizing Without Preparation........ May 6 
Meter, Moisture Sept. 8 
Mixer, Gas-Air Dec 
>: eee Oct. 57 
Motor, Chemical Aug. 6 
Motor, Electric Mar. 6 
Motor, Ly Torque Capacity............. Apr. 6 
Motor, M Nov. 16 
Motor, aie Aug. 10 
Motcr, Textile Aug. 12 
Motor, Wound-Rotor .......cccccesesesee Sunt . 
Motoreducer Nov. 18 








Motorgears 
Motors, New Mill 

Multi-Breaker, New TyDe6.............000« Dec 
Multi-FPuel Engine, Cyl. 


N 





A 
83 
oS 
























































Nut, Anchor Mar. 11 
Nut Setter, Impact May 6 
Ohmmeter, Electronic Volt..............0.. June 42 
Ohmmeter, Low May 16 
Oil-Conditioner Jan. 54 
Oiler, Dual Visibility May 10 
Oiler, Multiple Jan. 12 
Oilers, Gravity Dec 
Qvens, Laboratory Dec. 53 
Packer, Vibrator Oct. 49 
Packing, Felt for Oct 
Packing, p Apr. 12 
Packing, ae ennsainsoonaneisibisninill Aug. 12 
Packing, Apr. 42 
Pads, aie MOuNtiNG..........cceereeeees Aug. 
Paint, Anti-Acid Nov. 57 
Paint, Anti-Rust Dec. 
Paint Brush Cleaner ...........ccccssseeeeseeee Mar. 14 
Paint, Fast Drying Jan. 54 
Paint, Fire-Resistant Mar. 11 
Paint, Heat Resisting ............sseeseseee Mar. 12 
Paint, ‘ki 




















Pilot, Pressure Contro) 
Pilot Light, Oil-Tight ... 
Pipe, Corrosion Resista: 
Pipe Units p 
Plant, Small Rotary. ..............cccccssssoee coe 

Platform, Window 


Platforms 

Plier, Self-Locking 
Plug, Automatic 
Pneumatic Control 
Power Plant, Automatic 
Power Unit 
Press, Lug Indenti: 























Prime Mover, Single Cylinder............ Ma: 
Protection, Spray Booth ............sse June 
Projector, Overhead Sept 22 





12 

8 

12 

Pump, Acid 55 
Pump, Centrifugal 11 
Pump, Circulating 50 
Pump, Hydraulic = 
Pump, Hydraulic Gear .........cccccccssceseseee . 8 
8 

7 

8 

& 

6 

43 

6 

8 

10 











Pump; Metered, Rotary, Hand 4 
Pump, Overhead Bearing.............s0ss0 
Pump, Portable 





















































Pump, Sewage 
— ANd Motor, Unit .............ccccccscssees 
Pumps, Coolant ul: 
Pumps, Gearless 
Pumps, Helical Rotor ...............0sssssses 
Pumps, High Pressure  ...........:ccscccssees 
Pumps, Lightweight 3 
Pumps, Sanitary Mar. 11 
Puller Mar. 6 
Puller, Pulley Oct. 10 
Pulley, Magnetic Feb. 9 
Pulley, Non-Electric Jan. 56 
Pulley Lagging, Waterprool................. Oct. 54 
Pulley, Variable Pitch ............cccccessseees Mar. 11 
Racks, En Oct. 54 
Radiator, Pre-Fabricated ..............ssss000 Jan. 8 
Ramp, ck Sept. 10 
Reamers, Drill Sept. 12 
Reamers, |" A spemie siahessteccsdaiiiia Jan. 59 
Recorder, Dew P ae ‘ 
Recorder, ohn pa , 
Recorder, Timers for .... al 
Feb. 
Recorder, Voice 
Rectifier 
Rectifiers, Selenium 
Reducers, Cone-Drive Speed.................. Dec. 


le Cable. 























Re otor ... 
Repair System, Roof 
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Repellent, oe Mar. 6 
Reseating Tools, Valve ............sss0 Nov. 22 
Resistors, Dummy Antenna ............... Apr. 12 
Respirator Feb. 7 
Resurfacer Mar. 10 
Floor Mar. 14 
Rod, Arc Welding Dec. 53 
Roller, Conveyor Sept. 10 
Rope, Monel Aug. 12 
ylon-Steel Sept. 22 
Rote ting Carriage Feb. 16 
Rubber Stri Feb. 6 
Rule, Illuminated Plexible ................. June 12 
Safety Shut Offs Nov. 20 
Sander, Disc Mar. 52 
Sash, Factory Sept. 18 
Sash, — | Factory Nov. 12 
Saw, Cha 

Saw, le July 42 
Saws, Masonry Mar. 55 
Scaffold Mar. 6 
Scaffold Mar. 12 
Scale, Automatic Nov. 16 
Scale, Industrial Apr. 10 
Scale, New Dial Oct. 16 
Scale, Platform May 44 
Scale Model Layout Service.............. June 12 
Scales, Weighing Sept. 16 
Scraper, Paint Apr. 45 
Screwdriver, Ratchet Dec. 55 
Seal, Plastic Mar. 8 
Sealer, Surface Jan. 8 
Separators, Textile Air ..............:00000 Nov. 16 
Servo Control Jan. 56 
Sewer Machine, Electric ................000 Dec. 12 
Shaft, Flexible Jan. 7 
Shaft, Flexible Oct. 19 
Shear, Scrapping Aug. 8 
Shear Cuttimg Tool .........cccccsceseereeeseeees July 42 
Shearing Unit Feb. 14 
Shears, Power Oct. 8 
Sheave, AGJustable  ...........ccccsecserrssesersees Oct. 6 
Sheave, Hub L.10OCt. 20 
Shelving, Steel Dec. 57 
Shelving, Steel-WO00d  ..........cccscseseeeseee Sept. 12 
Shipp: = | ee May 12 
Shovel, k Truck Apr. 41 
Signals, Hi gad Watters occecccccssceeees Oct. 57 
, Lum Sept. 12 

S encer, Intake EE Dec. 


Silicone Rubber 
Sketch Sheets 
Slings, Equalizing 
Slings, Wire Rope 
Solder, Core 
Solder Feeding ‘Attachment 
oa. Soft 







































































ders Mar. 11 
Solvent, Lilac Odor Sept 
Speed Changer, Variable .............:..0000 Mar. 10 
Speed Reducer Oct. 58 
Speed Reducer Nov. 16 
Speed Reducer, New May 12 
Speed Reducers Oct. 18 
Speed Selector, Application: of............ Jan. 55 
Sponge, Metal Feb. 10 
Stabilizer, Voltage Nov. 18 
Stabilizers, Voltage Oct. 12 
Stand, Drain . Jan. 5 
Starter, Automatic Motor ...........:00 Jan. 54 
Starters, Dec. 52 
Steam Line atment...... Sept. 22 
Steel Plate, Sheet Han May 8 
ees Wire Control, . 20 
Strainer, Angle Type Dec. 7 
Strainer, Duplex Nov. 22 
Strainer, Offset Jan. 5 
Strainers Increase Pump Life and 

Steam Generator Efficiency ............. Nov. 13 
Stud, New Rivet Oct. 53 


Suggestions, For More Employee.....Apr. 12 
Sunlight > — Out 8 
Supports, r Pipe. 
Switch, EA, casenunntenegasesecsapsnneas July 1 
Switch, Magnetic ae Float....May 12 
Switch, New — a June 8 
Switch, Pressu: Apr. 43 





















































A 

Aretz, Chester Nov. 66 
Bartlett, H. J. Apr. 19 
Aug 28 

Batsford, Howard Dec. 52 
|, or., J, T. Nov. 68 
Been, H. R. July 20 
Bennett, JAMes EB. w.cc.cscscsscssscssssssssseee May 35 
Blake, E. Nov. 48 
Booth, R, L. Dec. 42 
Jan 43 

Bouton, Herbert Oct. 42 
Bouton, Herbert Oct. 42 
Nov. 50 

Dec 26 

Brooks, Harry E. Mar. 24 
Brownlee, Kenton H.. ............cecsssssees Dec. 61 
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Switch, Small Time ......ccccccceeerseeeeeee July 10 
Switch, Starting Mar. 52 
— ouene Nov. 54 

tch, B-Way CONVEYOL,......c.ceccceceeeeeees Jan. 7 
Switch We =, Warns; Smatt............ Nov. 11 
Switches, Mercury Oct. 14 
Swivel-Hook ASSCMDLY ...........::ccceesreees Jan. 55 


T 
















































































Table, Feeding 51 
Tachometer, Electric Hand..............+ . 58 
Tachometer, da Dec. 54 
Tachometer, Small 6 
Tail-Gate Truck Loader’ .............::ss0 . 10 
Tar Remover Dec. 66 
Tem ture Recorder, Small 9 
Template, Drafting ...........sccceseseeseeesees . 66 
Terminal, Battery 10 
Terminal Block 6 
Terminal Block, — Kdasavinieanesel . 55 
Terminal Block Kit’ Build-Up. 24 
Terminals, Socketype Cable . 16 
Test Plug 10 
Test Unit, Pour 8 
Tester, Pocket Electric . 26 
Testers, Voltage 20 
Testing Kit, Combustion cebdibaliesidelael Mar. 10 
Thermal July 42 
Thermometer, Indoor-Outdoor ........... Dec. 12 
Threader, Pipe Jan. 6 
Tile, Safety Jan. 56 
Timer, Interval Oct. 51 
Timer, Pneumatic Oct. 8 
Timer, Process COntrol...........csceserees June 8 
Timers, Program Oct. 16 
Tool Kit, Handy Apr. 41 
Tool Set Jan. 58 
Torch Holder, Welding .............ccsesees Feb. 11 
Transformer Nov. 56 
Tranformers Nov. 20 
Translates Slight Movemente.............. May 8 
Transmissions, Fluid ............. Aug. 12 
Transmission, Variable .. -Dec. 56 
Transmitter, Pneumatic 5 
Trap, Bucket 8 
, Steam 55 
Trap, Steam 
Trap, S 





Tread-Making Tool 



































Truck, Fir 

Truck, Foot Lift 

Truck, Fork Apr. 6 
Truck, Fork Oct. 53 
Truck, Fork Nov. 20 
Truck, Hand Lift Oct. 20 
Truck, Hydraulic Lift: 2.0.0.0... Oct. 49 
Truck, Lift Jan. 10 
Truck, Lift Feb. 16 
Truck, Lift Feb. 17 
Truck, un Aug. 12 
Truck Oct. 55 





Truck, Low Height 





























ck, 
Truck, 2000-1 FOrK .....cccccsssecsessssseseersees 
Truck, 2000-lb Platform.. “a 
Truck Attachment, Fork ... 
Truck Attachment, Fork .. 
Truck Attachment, Lift 
= Pulling Light Loads, 
























































‘an Mar. 53 
Tubing, Flexible Jan. 56 
Tubing, Flexible June 6 
Tubing, Flexible Metallic ..............0 Feb. 6 
Tunnel Kiln Feb. 11 
Bryant, William W.. .......cccesccsssssseeseees Apr. 16 
BRRPTTRATRS,, Gh. TR. cccecscsccccsccssonsccsscccscced June 4 

Cc 
Callard, R. L. Jan. *28 
Carter, J. M. Dec 18 
Carter, Roy Dec. 48 
Jan 25 
Mar. 42 
Apr. 26 
May 33 
Nov. 23 
Dec 28 
CORSO, BERTIE: Bh, - cccsscrccesseseriessarsceseesio July 23 
Cuke, N. H. Sept. 41 
D 
Davies, Jr., W. G. Nov. 42 
Davis, William N. Oct. 43 
Dench, Ernest A. Aug. 22 
Aug 36 








Utility Box, FLUSH .....ccssesesssseseeeceseee July 10 
Unions, Reinforced .........sccssrasceresersers June 8 
















































































Vacuum Cleaner Dec. 
Valve, Ball Mar. 10 
Valve, Bronze Gate Jan. 6 
Valve, Butterfly Mar. 9 
Valve, Control May 10 
Valve, Control Dec. 19 
Valve, Fast~-Cycling Air..............:cse June 6 
Valve, Flow Control Mar. 52 
Valve, Gate Mar. 54 
Valve, h Vacuum Dec. 67 
Valve, Lubricator Sept. 20 
Valve, Pinch Type Oct. 6 
Valve, Plug Dec. 5 
Valve, Solenoid Dec. 6 
Valve, Solenoid Feb. 8 
Valve, Solenoid Nov. 54 
Valve, Swat — Jan. 57 
Valve, 3-W: May 44 
Valve and Air , es Combination 
cing Nov. 26 
Valves, Hand and FO0t............:ccsesees June 42 
Valves, Porcelain Dec. 55 
Valves, Special Jan. 10 
Valves, Swing Check Mar. 9 
Varnish, Insulating  ............cccccccssseeseees July 12 
V-Belt, Leather ay 44 
V-Belt, New Oct. 56 
V-Belt Installation, Unusual ............ Feb. 10 
Versatile Tool Dec. 66 
Vibration Control Unit............. 20 
Vibration Meter 52 
Vibrator, Unbalanced Load 11 
Vise Mounts 50 





W 























Walkie, Electric Lift D May 45 
Warns When Bearings Overheat........ Dec. 7 
Washroom Servi Sept. 22 
Watchman t. 8 
Water Saher, Din King  ........ceceecereseees Jan. 8 
Water Wetter, Making ...... .-Nov. 18 
Waterproefina, Masonry 

Wattmeter 

Weatherproofing 

Welder, Arc 

Welder, Flexible 

Welder, — nent ciadeitcicmtaniaa Dec 





Welder, Limited In 

















Welder, Power oueeiy for Portable....Jan. 10 
Welder, Press-TyPe .......ccccssecssessessssssessseee b. 11 
Welder, Resistance ............ccccccsessessessses Feb. 7 
Woidiee, Toners ras: 
e ng, n an 
Welding Rod Oct. 10 
Wheel, peng 4 Sept. 20 
baa Duo Th: Dec. 51 





Wind — and Direction 


Indica Feb. 14 






















































Winder, “Sprite Oct. 10 
Window, uminum Dec. 57 
Wire Protector, Plastic sascesttnscsseensecseentil Jan. 57 
Wire-Stripper and Wire-Cutter 

Combination Jan. 54 

Wiring, Fanning Strip Facilities 
Te Nov. 24 
W: Test — Sept. 8 
Wood ee Dec. 12 
Working Unie Sheet Metal.................. Dec. 9 
Wrench, Open-End Oct. 6 
Wrench, Self Seeeeting snbbessitsieiaendeon Oct. 55 
Wrench’ Set, Oct. 19 
Zoning Paint, Traffic ...........ccccccsescecesees Jan. 5 
Delano, H. A. Oct. 42 
ds, R, B. Oct. 43 

E 

Ebert, H. G. Mar. 32 
Apr. 30 
May 28 
June 31 
July 28 
Eckert, Francis June 19 
Emerick, NS eee Sept. | 
26 


Emmerson, Ralph W. 

















Ericson, LAMDErt Te eacscccsseesssseceee ~..Nov. 
F 

Falk, J. F. Apr. 32 
L. July 22 
Foster, John Oct. 27 
France, Ray Apr. 32 
, R. O. July 21 
37 





Garrity, George A. ... 
Gaylord, W w 


Gladfelter, R. L. 
Grant, C. G. 























Gentilini, C. 
Gravenstreter, 
Greenberg, H. 
Groff, Walter H. 
Gundel, Thomas 








Hadley, Tom 


Hanneman, Walter M. 

Hayes, C. 

Harvey, 
il, V. E 














Hermann, C. Cc. 











Kertz, 
Hicks, is ans 




















Jackson, ThoMas M., ........ccccccseeseesevees Oct. 
GO | aS 
Jones, Bruce June 












































Larsen, George A. 
Livermore, H. 
Laurence, Edward P. B. 
Loe R. 








we 
Ludwig, James 


























MacDonald, M. 
Mack, H. 














Madsen, L. E. 
a? Ww. L. 
Meyer, H. R. 














Miller, W. H. 











Mitchell, Terry . 
Moore, J. C 
Murff, C. W. 
Myers, R. L. 














ET Aug. 


Oakhill, Frederic 








Olsen, William R. 


I Nov. 


48 
25 
42 
26 
33 
23 
28 
34 
34 
26 
27 
46 
52 
21 
44 
45 
33 


Pealer, Robert B 








Perryman 
Podell, Howard 





Podell, M. 

















Rudolph, Walter 








Rumble, Frank H. 
Ryan, Charles P. 


Schaphorst, W. F. 





Sechrest, Howard . 
eehafer, ——- 


See 
Shields, Clark 








Slavinsky, John F. 
Slicer, S., Jr. 
Smith, 








Smith, Philip J. 





Smith, Silvanus 
Smith, W. F 





Smith, Utley W. 





Spurrell, Merle P. 











SSESSSE8 


SRBsERsenssseeeveves 


Stiles, K. Brad Nov. 
SG, TE TNS cncidctanscctntsckisnisccciinenstcsi May 


T 


TN, GONE secnitctsciccnrscisincsstittinamatiala 


Thomas, Carl 
Thomas, E. O. 
Thompson, R. J. 
Towne, W. L. 
Trail, Tho 
































Tugman, J. L. ........... 


Van Voorhis, F. J. 
Vance, Donald H. 








von Te gg Cc. O. 
Vreeland, J. 





Walek, Stanley 
Wall, William B. 
Warner, W. E. 


Weightman, H. E. 
Westbrook, Francis A. 
Whittaker, TS. qtecnctstuntinsotennitonenssitil June 
wan G: M. 


illiams, Sam 
Williamson, James D. 
Winker, J. J. 
Woolsey, C. W 


























Zeibarth, 
Ziemke, * =. Cc. 
Zohfeld, George 








ESbRo 


Ro [SSF . 8858 

















ain 


Ff 



























































‘*They warned me in Production that I might meet some opposition 
to my ideas’’ 
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